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WUNREMINDER!!NI! 


1997 SHUFFLE 8: WEAR COMFORTABLE SHOES TOMORROW 


September 25, 1997 — Tomorrow is Shuffle day. For the eighth consecutive year, 
Concordians of every stripe should come out in force to show their community spirit. Let’s 
rise to the challenge set by last year’s achievement: 480 Shufflers raised $77,924 for student 
aid. As a result, 35 scholarships and bursaries will be given out this year. 


If you haven’t already done so, hand in your completed pledge forms from noon to 2 p.m. 
today in the Henry F. Hall Building Lobby, in the Atrium of the J.W. McConnell or in the 
Administration Building at the Loyola Campus, or do it tomorrow before the walk, starting 
at 11:30 a.m. in the Henry F. Hall Building Lobby. 


Terry and Ted from Mix 96 will lead the warm-up for a 1:30 p.m. start tomorrow (Friday, 
September 26) at Bishop and de Maisonneuve. John Moore will greet Shufflers who 
complete the 6.5 km trek on the other end, at the Loyola Campus. There will be live music 
and great prizes. The first $20 in pledges you collect will get you a t-shirt (limit one per 
Shuffler). The party is capped by the Rector’s Reception. Check out the website at 

http:/ /www.concordia.ca/shuffle.nclk. 


